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Salad oils, 106
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Sampling, 119

Saponification number, 19

Sardine oil, 74, 75

Sasanqua oil, 64

Saybolt viscosimeter, 18

Seeds, 8

Seek oil, no

Sesame oil, 54

Shark liver oil, 79

Shark oil, 79

Silkworm oil, 84

Sitosterol, 25
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Soya bean oil, 42
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Stearic acicj,? 113
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Stuffing grease, 118
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Tagliabue viscosimeter, 18
Tallow, 98
Tallow oil, ipo
Tallow seed oil, 41
Tallow substitutes, 107
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Teaseed oil, 64
Thermometer scales, 134
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Train oil, 81
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Unsaponifiable matter, 23

Variables of oils, 13
Varnishes, in
Viscosity, 17
Volatile fatty acids, 20
Vulcanized oil, 112
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Walnut oil, 42

Water, 13

Waxes, 6, 101

Weight per gallon of oils, 133

Whale oil, 81

Wijs number, 20

Winter oil, n

Wood oil, 37, 39

